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12 Decesber 1958 


as Vice President 
Granger Aesociates 


Palio Alto, California 
Dear Sir: 


Reference is made to telephone conversation with Jim 


om 10 Bacezber 1958, coucerning the procurement of a Signal 
Generator. 


This letter ie to confire the verbal authorization to 
procure one (1) Hewlett-Packard 620-A Signal Generator for 
use at the Test Site. The estimated cost of this item is 
$2,250.00 ané the cost thereof shall be an allowable item 
umier iene 
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